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LOOKING FOR A CATALOGING PARTNER? 


Partner with the OCLC TechPro Service| 


With library resources so stretched, it's challenging to keep your 
cataloging up-to-date. And it's frustrating, because uncataloged 
materials are inaccessible to your patrons. 


The OCLC TechPro Service can help. Since 1985, we've offered 
solutions for libraries that have cataloging backlogs or need ongoing 
cataloging support. 
¢ Customized cataloging and physical processing to match your 
specifications 
¢ Cataloging for all bibliographic formats and many languages 
* Quality cataloging at prices that can reduce your overall 
cataloging costs 
Looking for a partner to keep your cataloging up-to-date? 
Contact the OCLC TechPro service today. 


1-800-848-5878, ext. 4386 
e-mail: marcia_stout@oclic.org 
www.ocic.org 
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